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Product Information 

Soleus Air MS-20A uses PTC ceramic healing elements, which provides rapid heal transfer to achieve a factory 
pre-set temperature quickly without an open flame, therefore minimizing any possible tire hazard. The unit has 
three sellings: Fan. Low Heat and High Heal. 

The MS-20A may be operated by using a remote controller or directly at the control panel. It delivers heal 
evenly when mounted on ihe wall. It also is equipped with a 7.5 hours digital timer for added convenience. 

Name of Parts 



AIR INTAKE 




AIR OUTLET 



CONTROL PANEL 



Installation 



Please make sure Ihe unit is unplugged during (he installation. 

1) The unit should be installed approximately 5 ft above the ground for optimum performance.^ 

2) Install 2 bolts( provided) 20.25 inches apart on to a wall. Each bolt head must be at least L/4"tol/3 

above the surface of the wall. 

3) Hang Ihe unit securely onto Ihe bolls. 



Important Safeguards 

1) Do not install the unit directly under the power outlet. 

2) Do not share the power outlet with other appliance. 

3) Do not use an adapter or extension cord. 

4) Make sure there is no obstruction to the air intake or the air outlet 

5) Unplug the unit when not in use for a prolonged period. 



Operating In struction 

1) Plug Ihe unit into a grounded U5v 60-cycle power outlet. 

2) Turn on the unit by pressing the On/Off bullon. 

3) Press the heat selection button to select the Fan, Low Heal and High Heat mode. 

4) Press the timer butlon to select the desirable time duration. 



Maintenance 



1) Unplug the unit 

2) Use warm* damp cloth and mild cleanser to clean the unit Make sure thai the cleanser used is 
plastic safe. Wait until the unit is completely dry before use. 

Customer Service Contact 

Soleus International Inc. 
96 1 9 E. Valley BIvd,#A 
El Mome, CA 91731 
Tel: (888>8-Soleus 



